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Putrajaya International Convention Centre 


The name is now recognized as the premier venue for international level meetings, conferences and exhibitions, as well as for a range of 
corporate functions and social events. This new landmark located in Malaysia's new Federal Administrative Centre presents an impressive 
ultra-modern conference centre with state-of-the-art convention facilities, yet rooted in the firm traditions of the land 


Rising majestically on Putrajaya's highest point Puncak Selatan, the Putrajaya International Convention Centre is more than just another 
landmark in this grandeur-filled Federal Administrative Centre but an icon towards higher aspirations. It was built from an idea of 
Malaysia's fourth Prime Minister, Tun Dr. Mahathir Bin Mohamad, for the nation to be able to offer the best possible venue and hospitality 
to host world leaders in beneficial discussion 


Standing as if ready to fly, the curvilinear building's design combines the traditional shape and concept of the wau (ancient kite) and the 
pending perak (silver royal belt buckle), where the main halls are set in the bejewelled ‘eye’ of the buckle. Thus, the idea of reaching great 
heights is married with the tying of attire as a sign of coming together in unity 


With the PICC's total area of 135,000 square metres (1.3 million square feet) spread over nine levels, the complex offers ample space for 
the largest conventions yet with individual rooms for a quiet summit of two parties ~ amidst all the cutting-edge facilities to ensure 
conducive interaction and optimum comfort 


Hosted important international events 
with the OIC Summit 2003 
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Pl H II . bia noe | | Dimension Approximate Gross Areas} Ceiling Height | (m) 
Seas 2778 | Length(m) 733|  Sq.meves 4123 | 74-358 


“3 dth (m) 733)  Sq.feet 44380 


Of the main halls, the largest is the grand Plenary Hall with over 4,123 
square metres and seating up to 2,800 people. It is supplemented by 
two Royal Boxes, two Public Viewing Galleries and eight Interpreter 
Rooms operating 32 channels. 


Located in the center of the building, the roof affords an inspiring 
clerestory for natural daylight that illuminates the chamber’s décor in 
the ‘mengkuang’ basket weave design. Excellent acoustics ensure 
speech intelligibility, white two AV screens measuring 8m x 10m and 
integrated conferencing system further facilitate smooth conference 
functions. 


Heads of State Hall 


The stunning Heads of State Hall serves to highlight the importance 
of the chamber's discussions. Within its 518 square metres, it 
incorporates a circular seating arrangement for 180 people, of 
which the breakdown is 59 Heads of States’ seats and 121 for 
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INTERNATIONAL CONVENTION CINTRE 


Perdana Hall 


The Perdana Hall, excellent for large banquets or major ceremonies, covers 3,/39 
square metres and can host a maximum of 2,000 seated banquet style or 5,000 
cocktail style. A spacious 9m ceiling height allows various themed events. Two 
different stages can be added, either in the centre (16m x 16m) or at the south end 
(24m x 12m). The soothing ‘songket’ weaving concept permeates the interior 
design. 


Dedicated 5-star kitchen facilities cater to all categories of cuisine with the highest 
levels of hygiene and food presentation. Eight Interpreter Rooms are also provided. 
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Theatre Banque! Cockiail 

Max Capacity | Max Capacity | Max Capacity Dimension | Approximate Gross Areas | Ceiling Height (m) 

2550 2060 5000 Length (m) 69.0 Sq. metres 3739 | 10.0 
Width (m) 69.0 fi 


Unity Halls A&B 


These two halls can serve as more intimate banquet, seminar or exhibition 
venues. Each is sized at 38m x 56m (2128 square metres) and both can be 
partitioned by operable walls. Up to 1200 people can be seated for 
banquets (without stage) or for cocktails 2000 persons. Exhibitions can 
accommodate 136 nos. of 9 square metre booths comfortably with circulation 
in between. A tribal motif concept from East Malaysia decorates the halls. 
There are also eight Interpreter Rooms. 
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Communications Convenience 


Asa state-of the-art international convention centre, PICC is equipped with cutting-edge ICT facilities for all functions’ information and communication requirements. 
The extensive list of information, communication and electronic service facilities includes: 


e Info Kiosks e Facilities Management System 

e Wireless LAN ¢ Events Management System 

e Wireless Simultaneous Interpretation System e Maintenance Management System 

e Provision for television broadcast and coverage * Video Conferencing System 

e Video/audio tie-lines that can be routed for live telecast ¢ Video and Billboard Messaging System 
e Holographic Rear Projection System * Plasma Display and LCD 


FACILITIES 


Closed Circuit TV 
Teleconferences 


|| Large Screen 


Slide Projection 


Ba Vehicular Access 


Fixed Seating 
Infra Red 
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Plenary Hall 
Head of State 


Perdana Hall 
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In-house Catering 
Video Projection 
Overhead Projector 
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Unity Hall A 
Unity Hall B 
Meeting Room (11 & 24) 


| Meeting Room (12 - 23) 
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SES PUTRAJAYA 
—— Where Great Minds Meet 


Putrajaya International Convention Centre 
Precinct 5, 62000 Putrajaya, Malaysia 


Tel: +603-8887 6000 
Fax: +603-8887 6499 
Email: enquiry@pcc.gov.my 
Website: www.picc.gov.my 


